5 July 2019 


Dear Parents 

On behalf of the Executive Director of Catholic Education, Dr Debra Sayce, I would 
like to announce that Mr Rob Crothers has been appointed as Principal at Our Lady 
of Mercy College, Australind. 

Rob comes to our school community from his current position as Principal at Nagle 
Catholic College, Geraldton, a position he has held for six years. 

Prior to this Rob was Head of Secondary at Newman College, Churchlands, from 
2006 to 2013. 

Previously, Rob has held the position of Head of Middle School at Ursula Frayne 
Catholic College, Victoria Park, for two years. 

Rob will take up his new position on 1 January 2020. 

We congratulate Rob on his appointment and look forward to working with him in our 
school and community. 

Yours sincerely 


Danny Griffin 


School Board Chair 



